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FOLLOW-UP FORM FOR THE ANALYSIS OF RESULTS 
AND THE DESTRUCTION OF SPECIMENS 


CONCLUSIONS 


Test 


Specimen 


ABNORMAL AND QUESTIONABLE RESULTS 


Date and seal 


ES... 


Presence of 


pH d (+/- %) 

Masking Conf 

ES... 


Presence of 


pH d (+/- %) 

Masking Conf 

ES... 


Presence of in a concentration of 


above / approaching the threshhold of 

(+/- %) 

pH d (+/- %) 

Masking Conf 

ES... 


Presence of in a concentration of 


above / approaching the threshhold of 

(+/- %) 

pH d (+/- %) 

Masking Conf 

ES04 
ES05 

995475 
[Sic] 

NB the results for the test(s) ES 04 et ES05* are not entirely 
reliable because of a restriction on the derivation due to 
interference with the matrix. 

25/7/6 

ES04 

995474 

T/E estimated above the threshhold of 4:1 [-] 14.4 [sic: 11.4?] (+ / - 30«/ 
cone testo estimated and corrected. 45.4 ng/ml (+ / - 20%) 
cone epi estimated and corrected. 3.9 ng/ml (+ / - 30%) 
pH 5,2 d = 1,03 1,025 (+/- 0,002) screening 

240706 
06/SM [?1 ES04 


conf C675MCEC20 [?] 


If there is not enough room to finish, use E-Fiche_Laho-01Bis as an attachment; 
in which case, indicate the number of sheets used. 1 


NORMAL RESULTS 

Date and Seal 

NORMAL RESULTS 

Date and Seal 

[...]GC For 995474: ES02, ES02C*, et 
ES05* negative 
For the others: 

Negative result for ttie tests 
[...]ES02, ES04etES05* 

25/7/6 
Difference: 

IMM 

RESULTS WITHIN THE NORMS 
FOR TEST ES06 

220706 
Difference: 

EPO 

994178 -[. 7 

undetectable 
others: EPO absent [..JES04 

23/07/06 
Difference: 

[. . .] C 

Negative rsults for the 
tests ES03 et ES03B (HA) 

Difference: 

HES 

Negative results for HEA 
using test ES08B* 

25/7/6 
Difference: 


[...] dition of the report(s) of the analysis: Seal: CJ 
[VJerification of the report(s) of the analysis by the LT and the AQ 


jQ^Conv. 

:®;spe. 


Date and Seal: 

,^?fC 85107106 


